LIBRARY 


BOROUGH of BLANDFPORD FORU ih 
Medieal Officer's Report for the Year, 1945, To the . 
¢ Mayor, Aldermen ond Councillors, fl. 


The Minister of Hoclth hes directed that the report ~~. 
for the yoor 1945 shall again be abbrevicted ond confined to — 
essential ond urgent matters and exesptional administrative 
mencures, He asks that information regarding water supplies 
ghall be ineluded, Stotisties are to be preserved but not 
ineinded in this interim report. 


| With the exception of mild influenza there was no 
wiusual prevalence of epidemie or other diseases during the 
year and the health of the population remninod rood, 


The Mintr Aliment Clinie at the First Aid Post has 
done very volucble work in treating Scabies ond Verminous 
conditions, The thenks of the Council are due to the Nurse 
in charge ond her voluntary helpers, 


The folloving table shows the progress made in 
immunisation against Diphtheria, No ense of this disense 
occurred during yoor, There is a tendency for parents' 
enthusiasm for imamisation to wane wmiless it is constantly 
stimulated by propaganda and the efforts of the nurses and 
doetors, 

Percentage of child populntion immnised on dotes shom, 
Det,  Septe Jume Dom, dime, Deg 
' Age group. 1940, 1942, 1942, 1942 1945, 1945, 


MRR ND EN SRI SERPS) CR RW ES IN IO NO I MEAN OR MTL NI EY) COD AED COUP MEITE OY COSHH MER CH ECT OD HIS CATED 


5 to 15 years, — 60, 0% 61. 0% 61.6% 89.1% 91.3% 88, 3% 


PE ORE EN TY ATP AD RD ORY AD CAD GHD CEP ERATED Co CAS CL Sap Heth CRED A Ob 7 ek Coy HUN HOP Gh eID ee OU ete 


CED ELS CID GLP ED COW CTD AES TY FE ED ETD CO UD OS EAD SDE CSP Osh ED Caw Co 5D CAR OD ND Ge ES PEDO OD 


0 to 5 years, 93.4% 85.9% 59.8% 45.86% 36.5% 35,57 


oy Cub OLD Salen sadl Cd —~ See OD TOW OD ME Oe OE nEDeaa oc, 
Ss2ecsesse-= ee eee eS eS SSS eee SSeS sess 


The whole tom has a piped water supply from the 
ee eeetiee merge nich is ge both in 
ena onan . eep chalk well gives a very pure 
water at the source ond ehlorinotion gives additional 
| ty. Though every house in the towm has water within 
easy rench, a large proportion of them depend on external 
stend pipes, The supply is constent, 


The improvement of housine conditions becomes more 
and more on urrent reculroment, 
In Be Scott, MDs »DePe Hes 
Medical Officer of Health, 
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